To:  Stanislaus,  Mathy[Stanislaus. Mathy@epa.gov];  Natarajan,  Nitin[Natarajan. Nitin@epa.gov]; 

Burke,  Thomas[Burke. Thomas@epa.gov] 

Cc:  Tulis,  Dana[Tulis. Dana@epa.gov] 

From:  Cheatham,  Reggie 

Sent:  Thur  8/13/2015  12:45:55  AM 

Subject:  FW:  SADIE  Deployment  - Gold  King  Mine  ER 


FYSA  Dana  is  currently  getting  this  to  George  Hull  for  review 


Reggie  Cheatham,  Director 

Office  of  Emergency  Management,  USEPA 

202.564.8003  (O);  202.689.9400  (M); 

cheatham.reggie@epa.gov 


From:  Ostrander,  David 

Sent:  Wednesday,  August  12,  2015  8:39  PM 

To:  Tulis,  Dana;  Cheatham,  Reggie 

Subject:  Fwd:  SADIE  Deployment  - Gold  King  Mine  ER 


Sent  from  my  iPad 
Begin  forwarded  message: 

From:  "Wieber,  John"  <Wieber.John@epa.gov> 

Date:  August  12,  2015  at  12:23:02  PM  MDT 

To:  "McComb,  Martin"  <McC omb.Martin@epa.gov>.  "Way,  Steven" 

<wav .steven@epa.gov>.  "Cristiano,  Gina"  <Cristiano.Gina@,epa.gov>.  "Ostrander,  David" 

<Os t ran de r. Davi d@.epa . gov>.  "Myers,  Craig"  <Myers.Craig@,epa.gov>.  "Peronard,  Paul" 
<Peronard.Paul@.epa.gov>.  "Leclerc,  Russell"  <Leclerc.Russell@epa.gov>.  "Williams, 
Laura"  <williams.laura@cpa.gov>.  "Nattis,  Randy"  <Nattis. Randy@epa.gov>.  "Delgado, 
Eric"  < Delgado.  Eric@cpa.gov>.  "John.Lucotcli@WestonSolutions.com" 

< J ohn . L ucotch @ W e ston S ol uti on s . cotn>.  "Kidane,  Dawit"  <Kidane.Dawit@epa.gov>. 
"Bahnfleth,  Ryan"  <Bahnfleth.Rvan@epa.gov>.  "Christenson,  Dave" 

<Chri stcnson . Dave@epa.gov>.  "Dhieux,  Joyel"  <Dhieux. Jovel@epa.gov>.  "Meixitt, 
Steven"  <MeiTitt.Steven@epa.gov>.  "Hiatt,  Gerald"  <Hiatt.Gera1d@epa.gov>.  "Black, 
Ned"  <B1  ack.Ned@epa.gov>.  "Rauscher,  Jon"  <Rauscher.Jon@epa.gov>. 
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"Janine.Latham@WestonSolutions.com"  <Jaiiine.Latbam@WestonSolutioiis.com> 

Subject:  SADIE  Deployment  - Gold  King  Mine  ER 

All, 


A new  version  a SADIE  specifically  for  the  Gold  King  ER  is  now  deployed.  This  version  is 
integrated  with  the  popups  in  the  Gold  King  Ops  viewer.  Region  6 is  still  working  on 
migrating  a Region  8 widget  that  further  integrates  SADIE  with  the  Ops  viewer. 


SADIE  - Gold  King  Mine  (the  main  project  to  use  is  Gold  King  Mine  Blowout) 

URL:  https ://r8. ercloud.org/sadie  GoIdKingMine 


Passwords  for  all  projects: 


Nonresponsive  Password 


Gold  King  Ops  Viewer 

URL:  https://gis.eparm.net/GoldKingOps 

Username 
Password: 


Nonresponsive  Password  ■ 

i 


I will  be  the  trainer  and  point  of  contact  for  now.  If  you  share  this  information  with  anyone 
else,  PLEASE  COPY  ME  SO  I KNOW  WHO  TO  SEND  NOTICES  TO  WHEN 
CHANGES  OCCUR. 


1 lomil 


Cel 


Work:  (303)312-6118 


John  Wieber 
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U.S.  Environmental  Protection  Agency 

Region  8 GIS  Coordinator 

Acting  EPR  Data  Systems  Unit  Chief 

1595  Wynkoop  Street 

Denver,  CO  80202 

Office:  (303)  312-6118 

Mobile:  (303)  349-5577 

Email:  wieber.iohn@epa.gov 
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